complete new line of 
Mechanics’ Bench Vises 


HORIZONTALLY ANCHORED 
NUT creates famous Wilton 
“straight-line-pull”, elimi- 
nates twisting of nut and 
spindle common to competi- 
tive vises. 


RUGGED AND DURABLE ~ 


CONSTRUCTION combining 
malleable iron and semi-steel 
castings. Fully guaranteed 
for two years 


SPINDLE AND NUT protected 
by enclosed housing. Spindle 
and nut are grease-packed 
for lasting lubrication. 


HARDENED STEEL JAWS are 
removable, replaceable and 
reversible. Made of high 


grade speed-treat steel with 


diamond serrations. 


UNCONDITIONAL TWO YEAR GUARANTEE 


Designed to fill the need for a vise better than conventional home-shop (or hard- 

ware) types, but not equal to Machinists’ Vises; has some of the features of a fine 

Machinists’ Vise, yet priced within reach of the average individual. 

ROUND BARREL permits pre- Wilton Cadet Vises are built to handle most jobs of the tradesman and mechanic. 

cision machining. Closer fit Recommended for the automotive service industry, and for quality minded home- 

between movable and sta- craftsmen. 

tionary sections prevents the _ Swivel base locked firmly by 2 slide-bar nuts. Design is similar to Wilton Ma- 

entry of chips or grit. ; chinists’ Vises, but has less weight, throat depth and jaw opening. Does not con- 
Py ° ° ° ee ° ony: 

form with Federal Specifications. Finished in durable, brilliant orange enamel. 


Unconditionally guaranteed for two years, unless abused. Expiration date is stamped 
on each vise. Lifetime guarantee against defective materials or poor workmanship. 


Wilton CADET... 


designed and priced for 


the Tradesman and Auto Mechanic 


SPECIFICATIONS AND PRICES 


Catalog Jaw Maximum Depth of Approx. List 
Number Width Opening Throat Ship. Wght. Price 
135 32" 4” 2" 22 \bs. $25.40 
140 4 5V4" 254" 39 Ibs. 35.20 = 
145 AY” Sick TRS 42 Ibs. 38.90 
150 Bi! 6/2" we 55 lbs. 52.80 


COMPACT ALL STEEL DISPLAY STAND 


All steel counter display stand is finished in light grey baked 
enamel. Dimensions: 22” wide, 13” high, 9” deep. Stand 
takes less than 1% square feet of counter space, yet displays 
full line of 4 popular sizes. Fast turnover is assured. = 


DISPLAY ASSORTMENT FOR 
WILTON CADET VISES: : 


Wilton Cadet Mechanics’ Vises No. 135, 140, 145, 150; 
D-6 Counter Display Stand 


No. D-618 ASSORTMENT, as illustrated, $156.80 list, a 
complete 
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